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P/C- 6801 HOLLYWOOD BLVD (H&H GARAGE). 
CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. 


BOW- ALL EQUIPMENT OBTAINED IN GOOD WORKING 
CONDITION. 


P/C- HOLLYWOOD BID. CHECKED FOR PERSONS STILL 
SLEEPING ON THE PUBLIC SIDEWALK OR ON PRIVATE 
PROPERTY: 

7080 HOLLYWOOD BLVD (2) 

6777 HOLLYWOOD BLVD (3) 

6665 HOLLYWOOD BLVD (2) 

6381 HOLLYWOOD BLVD (2) 

6124 HOLLYWOOD BLVD (1) 

WE CONTACTED 7 PERSONS. ALL ADVISED TO GET UP 
AND START THEIR DAY. ALL COMPLIED. 


P/C- 6840 HOLLYWOOD BLVD GQIMMY KIMMETI). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. 


ASSIST/ FB 4- 6130 SUNSET BLVD (GOWER GULCH 
PKG LOT). WE STOOD BY AS COVER OFFICERS WHILE FB 
4 GATHERED INFO FOR ARREST REFERRAL. 


RADIO CALL- 6381 HOLLYWOOD BLVD. RE: SUBJECT 
SLEEPING AT LOCATION. WE ADVISED THE SUBJECT TO 
GET UP AND SHE COMPLIED. 


P/C- EA/CA ALLEY- CHECKED LOCATION FOR SUBJECTS 
SLEEPING IN THE ALLEY. LOCATION CHECKED OK, NO 
SLEEPERS. 


BUSINESS CONTACT- 1810 CAHUENGA BLVD (7-11). 
CHECKED LOCATION FOR ANY PROBLEMS. LOCATION 
CHECKED OK. MET WITH MARLENE LOCATION CLERK 
WHO STATED ALL WAS OK. 
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ASSIST/ FB 4- 6407 SUNSET BLVD JACK IN THE BOX). 
RE: 415 MAN INSIDE OF THE LOCATION. FB 4 ADVISED 
THE SUBJECT TO LEAVE AND HE COMPLIED. 


P/C- 5873 HOLLYWOOD BLVD (TOMMY’S). CHECKED 
THE LOC FOR PROBLEMS. DAVID (MGR) ADVISED ALL OK. 


C-7 MEAL BREAK. 


BUSINESS CONTACT- 1747 CAHUENGA BLVD (CVS). 
CHECKED THE LOCATION FOR ANY PROBLEMS. 
LOCATION CHECKED OK. MET WITH JOYCE LOCATION 
MANAGER WHO STATED ALL WAS OK. 


ASSIST/ BOY 2- 1741 IVAR. RE: 415 SUBJECT IN 
FRONT OF THE LOCATION. BOY 2 ADVISED THE 
SUBJECT TO LEAVE AND SHE COMPLIED. 


HBID OFFICE- PM WATCH ROLL CALL/EQUIPMENT 
EXCHANGE COMPLETED/OFFICER LOG. 


EOW- EQUIPMENT RETURNED IN GOOD WORKING 
CONDITION. 
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